Order of Magnitude units Magnetic Field of: 

1 tesla 1 Tesla MRI machine 

10° tesla 1-10 milliTesla Transcranial magnetic stimulation 
(pulses) 

10° tesla 1 milliTesla Fridge magnet 

10° tesla 10 microTesla Earth 
High voltage power lines 

10° tesla 1 microTesla “God Helmet” 

10° tesla 10 nanoTesla Heart - erroneous “5000X” 
Cell phone 

10°" tesla 100 picoTesla Heart* 

10” to 10°” tesla <1 picoTesla Brain 


*1/10,000" as strong as God helmet’ | 


